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Eugene Townsend Esq., 

Superintendent U. S. Mint, 

Philadelphia, Pennsylvania. 

Sir: 

I have carefully reconsidered the matter of the reinstatement 
of the employes in the Coiner's Departmat against the removal of 
which he protested, and after mature deliberation, have decided that 
Russell should be reinstated as well as the others, and retained at 
least until after the re-organization has been completed . 

It does not seem fair to reinstate the three others and leave 
him out. You will therefore reinstate him. 

I have duly conferred with the Secretary of the Treasury in 
regard to this matter. 

Respectfully yours. 



Director of the Mint . 
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Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
December 8, 1894 

Eugene Townsend Esq., 
Superintendent U.S. Mint, 
Philadelphia, Pennsylvania. 

Sir: 


I have carefully reconsidered the matter of the reinstatement of the employees in the 
Coiner’s Department against the removal of which he protested, and after mature deliberation, 
have decided that Russell should be reinstated as well as the others, and retained at least until 
after the re-organization has been completed. 

It does not seem fair to reinstate the three others and leave him out. You will therefore 
reinstate him. 

I have duly conferred with the Secretary of the Treasury in regard to this matter. 

Respectfully yours, 

R.E. Preston 

Director of the Mint. 



